Recessed mosaics, mosaics not flat and unevenly set, untidy grout 
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Unable to change light bulb without removing shower rail! 





Cracked tiles, one next to mirror and one by door bracket (both with poor grouting) 





Fan mounted оп its side 





Tiles not flat and unevenly spaced, not cut properly at edges 





Grouting stained even though shower hasn’t been used 





Unfinished 
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Messy application of silicon, leaks through shower door and side panels 





